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Message Text 


UNCLASSIFIED 

PAGE 01 LA PAZ 06099 052045Z 
73 

ACTION EB-05 

INFO OCT-01 ARA-10 ISO-OO DRC-01 RSC-01 /018W 

027555 

P R 051959Z OCT 73 
FM AMEMBASSY LA PAZ 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 1 164 

UNCLAS LA PAZ 6099 

E.O. 11652: N/A 
TAGS: BEXP ETRD BL 

SUBJ: HOSPITAL EQUIPMENT: "EARLY WARNING" ON PURCHASE. 

1. WITHIN ABOUT THREE WEEKS, THE BOLIVIAN GOVERNMENT'S CAJA 
NACIONAL DE SEGURIDAD SOCIAL (SOCIAL SECURITY ADMINISTRATION) 
SAYS IT WILL LET TENDER FOR ABOUT $US FIVE MILLION WORTH OF 
HOSPITAL EQUIPMENT. 

2. DR. HUGO GRANDI VARGAS, MEDICAL DIRECTOR, SAID IDEALLY THE 
CAJA WILL SEEK BIDS FROM FIRMS WHO WILL SELL, INSTALL AND 
HELF FINANCE. IF NORMAL PATTERN HOLDS, CAJA WILL RECEIVE 
BIDS FROM FIRMS DOMICILED IN BOLIVIA OR BOLIVIAN 
REPRESENTATIVES OF FOREIGN FIRMS. 

3. ITEMS BEING SOUGHT WILL INCLUDE X-RAY, STERILIZATION, 

LAUNDRY, INCINERATION, MORGUE, OXYGEN THERAPY, SURGICAL, 
INTENSIVE THERAPY, PHYSIOTHERAPY, LABORATORY, DIAGNOSTIC, DENTAL 
EQUIPMENT AS WELL AS ELEVATORS, CENTRAL HEATING AND 
COMMUNICATIONS SYSTEMS, CLOCKS AND OTHERS. 

4. ADDRESS OF CAJA IS: 

CAJA NACIONAL DE SEGURIDAD SOCIAL 
CALLE INGA VI 1086 
CAJON POSTAL 697 
LA PAZ, BOLIVIA. 

5. ONE COPY OF TECHNICAL SPECIFICATIONS BEING POUCHED TO 
USDOC/BIC-267. 

UNCLASSIFIED 

UNCLASSIFIED 
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TENDER WILL BE REPORTED WHEN LET. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LAPAZ06099 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LA PAZ 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 048/aaaabjfc. tel 

Line Count: 62 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 -Dec-2001 by bryansd0>; APPROVED <19 FEB 2002 by boyleja> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL EQUIPMENT: "EARLY WARNING" ON PURCHASE. 

TAGS: BEXP, ETRD, BL 
To: COM 
Type: TE 
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